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KING'S  CHAPEL,  BOSTON,  MASSACHUSETTS 

corner  of  Tremont  and  School  Streets  dates  back 

to  the  17th  century.  Originally  Episcopal,  it  be-  ^DOi/ 
came  the  first  Unitarian  Church  in  the  United 

States.    The  first  Latin  School,  which  was  the  > 

first  public  school  in  the  English  colonies,  was  ^ 

established  here  in  the   1630's.    Adjoining   the  o 

Church  is  the  Burying  Ground  which  was  the  o 

iirst  in  the  Colony.  » 
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